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animation. On account of the so-called "secondary
spectrum" of the achromatic lens, this.focal plane is
quite different for the different colors, and the spectro-
scope requires to be slid in or out, so as to vary the
distance of its slit from the great object-glass of the

FIG. 18.

TELE-SPEOTEOSCOPJS.

telescope according to circumstances. The same end
may be obtained (less satisfactorily, however) by a sec-
ond lens between the object-glass and the slit, and
pretty near the latter. By moving this lens, the focus
can be made to fall exactly on the slit. ]STegle4ct of this